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{ To be substitutod bearing the same No. and dato ] 
( Extract from Haryana Gorernment Gazette, dated the 4th December, 1984) 

PUBLIC WORKS DEPARTMENT 


(PUBLIC HEALTH BRANCH ) 


Tho Sth November, 1984 
No. 2/ 20 / 79 - PH (I).- The Governor of Haryana is pleased to declare the result ofDepartmental Professional Examination 
held from 25th July , 1984 to 27th July , 1984 --- 


Serial Roll 

No. No. 


Name of candidato 


Watcr 
Supply 
Sanitary 
Installation 


Material 
and const 
ruction 


Drainage 

and 
Sewerage 


Mech . Accounts 
Engineering and office 

Procedure 


General 
oral cxami. 
pation 


Remarks 


MM 100 


M.M. 50 

II 


M.M , 50 

II 


M.M. 50 !" M.M. 100 

IV 


M.M. 50 
VI 


I 


Sarvshri 
1 1 Jatinder Nath 


Pail 


Pass 


Fail 


Pass 


Pass 


Pass 


To nappcar in 
Papers I & IL 1 
To reappear in 
Paper I & II 


2 


2 


. 


SL Nagpal 


Fail 


Fail 


Passed in 
2/83 


Passed in 

11/80 


Passed in 
2/83 


Passed in 
11/80 


: 


3 3 


L.C.Gocl 


Fail 


Passed in 
12/83 


Passed in 
2/83 


Passcd in 
12/83 


Passed in 
12/83 


Passed in 
12/83 


To reappear 
in Paper | 


4 


Sat Pal Sharma 


Fail 


Fail 


Fail 


Pass 


Pass 


Fail 


To reappearin 
papers 
I, II, III & VIL 
To reappear ia 
Papers II & IVO 


S 


5 


Ram Sarup Chau 
dhari 


Fail 


Passed in 
2/83 


Fail 


Passed in 

12/83 


Passed ia 
12/83 


· Passed in 

2/83 


6 


6. Stam Lal Arora 


Passed in 


Pass 


Pass 


Passed in 
2/83 


Passed in 
2/83 


8/82 


Passed in 
8/82 


Passcd in 
2/83 


7 


7 


Shiv Kumar Verma 


Fail 


Passed in 
12/83 


Passed in 
2/83 


Passed in 
8/82 


Passed in 
8/82 


Passed in 
8/82 


To reappear in 
Paper II 


8 8 


Fail 


Fail 


Jai Singh Dahiya .. Passed in 

2/83 


Passed in 
8/82 


Passed in 
12/83 


Passed in 
2/83 


To reappear in 
Papers IV & VI 


9 9 


Fail 


Chander Mohan 
Kansal 


Passed in 
8/82 


Passed in 
8/82 


Passed in 
8/82 


Passed in 
2/83 


Passcd io 
8/82 


To reappear in 
Paper V 
To reapper in 
Papers i & TIL 


10 


12 


B.S. Singla 


Fail 


Fail 


Passed in 
12/83 


Passed in 
8/82 


Passed in 
8/82 


Passed in 
8/82 


MECHANICAL ENGINEERS 


Serial Roll 

No. No. 


Name of candidate 


Mech . Elements Mts . Of 
Engineering of Water Moch . & 

Supply and Elect. 
Sewerage 


Accounts 
and Office 
Procedure 


General oral 
Examination 


Remarks 


M.M. 100 

I 


M.M. 50 

II 


M.M. SO 


M.M. 100 

IV 


M.M. 50 

V 


Sarvshiri 


1 


10 


Arvinder Singh 


Fail 


Fait 


Fai 


Pass 


Fail 


I4 


To reappear in Papers 
I, JI, III & V 


2 


11 


G.S , Bedi 


Passod in 
12/83 


Pass 


Pass 


Passed in 
12/83 


Pass 


Passed in 

12/83 


Datod Chandigarh : 
Cho 7th November , 1984 . 


ASHOK PAHWA, 


Commissioner & Secretary to Government, Haryana , 
P.W.D., Public Health Branch . 


